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RIO FOR MARITIME ATT KINSELLA 

E.O. 11652: N/A 
TAGS: MOPS, BR 

SUBJECT: PLANNED OMEGA NAVIGATION SYSTEM MONITOR INSTALLATIONS 

REF: COGARD MSG 061415Z FEB 78 

1 . FOREIGN MINISTRY INDICATED BY NOTE DATED FEBRUARY 15, 1978 
(RECEIVED BY EMBASSY FEBRUARY 21) THAT GOB HAS NO OBJECTION 
TO THE VISIT BY US TECHNICAL TEAM TO "RE-EQUIP-, I.E., UP- 
GRADE OMEGA MONITORING EQUIPMENT AT NATIONAL OBSERVATORY IN 
RIO. OMEGA TEAM WHICH ARRIVES BUENOS AIRES FEBRUARY 22 MAY 
NOW PROCEED TO RIO AS PLANNED FOR INSTALLATION OF NEW EQUIPMENT 
AT THE OBSERVATORY. 

2. MINISTRY'S NOTE ONLY PARTIALLY REPLIES TO OUR OCTOBER 28, 1977 
NOTE IN THAT IT DOES NOT ADDRESS OUR REQUEST TO UP-GRADE EQUIP- 
MENT AT NAVAL STATIONS IN BELEM AND RECIFE WHICH WE 
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EXPLICITLY REQUESTED PERMISSION TO DO. NOTE ALSO FAILS TO 
RESPOND TO OUR REQUEST TO NEGOTIATE AN AGREEMENT FOR THE 
CONTINUING OPERATION OF REQUEST OMEGA IN BRAZIL. DATT HAS LEARNED 
THAT DELAY IN RECEIVING A GOB RESPONSE TO OUR NOTE WAS CAUSED BY 
STAFFING PROBLEMS IN THE MINISTRY OF THE NAVY. WE WILL SEEK 
FURTHER INFORMATION ABOUT STATUS OF OMEGA FROM FOREIGN 
MINISTRY AT FIRST OPPORTUNITY. 
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3. FOR EMBASSY BUENOS AIRES: PLEASE INFORM CDR NOLAN AND 
MR. SLIFKO (REFTEL) THAT THEY MAY UPGRADE EQUIPMENT AT 
NATIONAL OSERVATORY IN RIO. 

4. FOR COGARD ONSOD: PLEASE INSURE THAT EMBASSY BRASILIA IS 
ACTION RPT ACTION ADDRESSEE FOR ANY COMMUNICATION REGARDING 
OMEGA IN BRAZIL. EMBASSY WAS OMITTED FROM ADDRESSEES CONTAINED 
REFTEL. 

CRIMMINS 
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